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WASHINGTON, Jan. 8 — The family of the 
late President John F. Kennedy, which pre- 
viously had allowed only representatives of 
the government to inspect pictures and x-rays 
of the assassinated leader’s body, has now be- 
gun to let interested medical specialists see 
the items. 



In an interview Friday night he said that 


they “eliminate any doubt completely” about 
the validity of the Warren Commission’s con- 
clusion that Lee Harvey Oswald fired all of 
the shots that struck the President. 

The Commission found, that when Kennedy 
was killed on Nov. 22, 1963 while riding in a 
motorcade in Dallas, Oswald did all the shoot- 
ing, firing from a building behind and above 
the President. 

The 65 x-rays, color transparencies and 
black-and-white negatives taken during the au- 
topsy have been a focus of controversy be- 
cause the Kennedy family had previously 
puarded them so closely that not even mem- 
bers and staff officials' of the Warren Commis- 
sion— which was appointed by President John- 


son to investigate the assassination— were ah 
lowed to see them. 

Critics of the Warren Commission’s conclu- 
sions have charged that the items could dis- 
prove its conclusion that the President was 
struck by only two bullets, both from the rear. 

It has been unofficially explained that the 
photos were suppressed to spare anguish tb 
the family of President Kennedy, whose head 
was partially shattered by the second fatal 
bullet. Lattimer said the wound that blasted 
away most of the right side of the brain was 
“horrible,” and that the pictures should never 
be made public. 

But he concluded that the Warren Commis- 
sion might have made a stronger case if the 



staff personnel who prepared its report had 
had access to the pictures and x-rays. He said 
the items make three crucial points: 

First, the initial bullet passed through the 
President’s body at a distinctly downward an- 
gle, more so than the drawings released by 
the Warren report show. The artist who por- 
trayed the path of the projectile into the back 
of Kennedy’s neck and out the base of his 
throat made it seem to be travelling almost 
parallel to the ground, while the pictures show 
that the front bullet hole is considerably lower 
than the one in back. 

Some critics have asserted that this shot 
was fired from the front, by a second assassin 


hiding on a grassy knoll facing the presiden- 
tial car. Lattimer said that the front hole is so 
far below the back one that “if anyone were 
to have shot him from the Jront, they would 
have had to be squatting on the floor of the car 
in front of him.” 

Second, photos of the wound in the back of 
the neck show “what appears to be a circular 
bruise which is typical of wounds of entry” he 
said. 

Third, the x-rays prove that the front and 
back bullet holes were made by the same bul- 
let, which passed through the President’s body 
and left two tiny flakes of metal and air in the 
tissues along the path between the two holes. 




